262     NONDOCKETED ITEMS

9005110220 Transcript of ACRS Reliability Assurance & Mails & Metallurgy Meeting in
Bethesda.MD on 900508Pp 1-265. Supporting info encl.

*  ACRS - Advisory Committee on Reactor Safeguards. 90/05/08. 443pp. 53797:024-
53798:106.

9005150067 Transcript of ACRS Subcommittee on Improved LWRs meeting on 900509
in Bethesda,MD.Pp 1-263.

*  ACRS - Advisory Committee on Reactor Safeguards. 90/05/09. 473pp. 53827:001-
53828:113.

9005160050 Transcript of 361st ACRS general meeting on 900511 in Bethesda.MD.Pp
306-486.Related matls encl.

*  ACRS - Advisory Committee on Reactor Safeguards. 90/05/11. 249pp. 53835:001-
53835:249.

9005160060 Transcript of 361st ACRS meeting on 900510 in Bethesda.MD. Pp 1-
SOS.Supporting documentation encl.

*  ACRS - Advisory Committee on Reactor Safeguards. 90/05/10. 528pp. 53833:001-
53834:168.

ADVCM NRC ADVISORY COMMITTEE

9003260018 SECY-90-099 Requests Commission approval for proposed member to Nu-
clear Safety Research Review Committee to replace resigned member.
TAYLOR.J.M.   Ofc   of  the   Executive   Director  for  Operations.   90/03/19.   19pp.
53716:013-53716:031.

9004060278 SECY-90-117 Recommends that composition of Advisory Committee on
Medical Uses of Isotopes be maintained per request in SECY-90-263,
TAYLOR.J.M.   Ofc   of   the   Executive   Director   for   Operations.   90/03/28.   4pp.
53716:009-53716:012.

9005030019 Provides third rept of Nuclear Safety Research Review Committee 8900523
& 24 meetings re NRC disposition/ implementation of recommendations of Natl Re-
search Council rept, "Revitalizing Nuclear Safety Research."

TODREAS.N.E. Nuclear Safety Research Review Committee. 89/08/11.
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 8pp.
53701:319-53701:326..

9005030365 Transcript of 900427 Advisory Committee on Nuclear Waste 19th meeting
in Bethesda,MD.Pp 1-54.

*  Advisory Committee on Nuclear Waste. 90/04/27. 57pp. 53718:030-53718:086.

9005080297 Provides program plan for ACNW for May-Aug 1990,per 391106
request.Plans to review various aspects of onsite dry cask storage activities have
been deleted per S Chilk 900418 memo.

MOELLER.D.W. Advisory Committee on Nuclear Waste. 90/05/01. CARR.K.M. Corn-
missioners. 4pp. 53756:267-53756:270.

9005080301 Comments on problems w/EPA stds for disposal of high level wastes,per
900221 request.

MOELLER.D.W. Advisory Committee on Nuclear Waste. 90/05/01. CARR.K.M. Com-
missioners. 4pp. 53756:003-53756:006.

9005080303 Provides endorsement of Waste Confidence Review Group reexamination
of Commission findings.per 900426-27.

MOELLER.D.W. Advisory Committee on Nuclear Waste. 90/05/01. CARR.K.M. Com-
missioners. 1p. 53770:359-53770:359.

9005080380 Advises that Commission has unanimously approved appointment of DL
Turcotte to Nuclear Safety Research Review Committee.

CHILK.S.J. Office of the Secretary of the Commission. 90/04/09. TAYLOR.J.M. Ofc of
the Executive Director for Operations. 1p. 53769:358-53769:358.

9005090003 Disapproved ballot re SECY-90-117 & SECY-89-263 on rotation of Advisory
Committee on Medical Uses of Isotopes membership.

ROGERS.K.C. Commissioners. 90/04/06. CHILK.S.J. Office of the Secretary of the
Commission. 2pp. 53808:360-53808:361.

9005090009   Negative   ballot   on   SECY-90-117   &   SECY-89-263   re   rotation   of
membership.Advisory Committee on Medical Uses of Isotopes.
ROBERTS Commissioners. 90/04/03. CHILK.S.J. Office of the Secretary of the Com-
mission. 1p. 53808:359-53808:359.

9005090018 Disapproved ballot re SECY-90-117 & SECY-89-263 on rotation of Advisory
Committee on Medical Uses of Isotopes membership.Agrees w/comments of Chair-
man Carr & Commissioners Roberts & Rogers.

CURTISS.J.R. Commissioners. 90/04/09. CHILK.S.J. Office of the Secretary of the
Commission. 1p. 53808:350-53808:350.

9005220142 Forwards Itrs by which charter for LSS Advisory Review Panel filed w/ap-
propriate Committees of Congress.

HOYLE.J.C. Office of the Secretary of the Commission. 90/04/26. DEAN.J.L General
Services Administration. 1p. 53918:112-53918:121.

9005290025 Advises that next meeting of Licensing Support Sys Advisory Review Panel
will be held on 900607 in Bethesda.MD.Meeting agenda encl.
HOYLE.J.C. Licensing Support System Advisory Review Panel (LSSARP). 90/05/22.
DESELLE.L Energy. Dept of. 1p. 53927:350-53927:360.

-9005290033 Advises that next meeting of Licensing Support Sys Advisory Review
Panel will be held on 900607 in Bethesda.MD.Meeting agenda encl.
HOYLE,J.C. Licensing Support System Advisory Review Panel (LSSARP). 90/05/17.
HOOTEN.W. National Archives & Records Administration. 4pp. 53927:351-53927:354.

-9005290037 Advises that next meeting of Licensing Support Sys Advisory Review
Panel will be held on 900607 in Bethesda.MD.Meeting agenda encl.
HOYLE.J.C. Licensing Support System Advisory Review Panel (LSSARP). 90/05/17.
MURPHY.M.R. Affiliation Not Assigned. 5pp. 53927:355-53927:359.

-9005290039 Forwards draft of licensing support sys thesaurus dtd 900406 reflecting
add! 30 thousand pages of matl to test changes identified during prototype effort.W/o
encl.

GRASER.DJ. Energy, Dept. of. 90/05/22. HOYLE.J. Licensing Support System Advi-
sory Review Panel (LSSARP). 1p. 53927:360-53927:360.

9005290142 Discusses 900314 meeting re long range planning for Div of High Level
Waste Mgt computer hardware & software needs. D Chery designated to lead task
ycuo to define functional/ requirement needs re repository license application.
3ROWNING.R.E Division of High-Level Waste Management (Post 870413). HLWR.
90/05/24. BALLARD.R.L. Geoscience & Systems Performance Branch (Post 880911)
BUNTING.J.O. Engineering Branch (Post 880911). LINEHAN.JJ. Repository Licensing
& Quality Assurance Project Directorate (Post 881120). 2pp. 53928:131-53928:188.

-9005290149 Forwards format for submittal of High Level Waste Licensing Support Sys
requirements re budget planning.

AMENTA.J.A. Office of Information Resources Management (Post 890205) HLWR
90/03/07. MOELLER.D.W. Advisory Committee on Nuclear Waste. 6pp. 53928-142-
53928:147.

COMMISSION NRC COMMISSIONERS

9004100275 Responds to 900206 & 08 requests for Commission views on proposed
gas centrifuge U enrichment plant in Louisiana & on Bill H.R. 2738,designated Minne-
sota Public Lands Improvement Act of 1989.

CARR.K.M. Commissioners. CCS. 90/03/28. MCCRERY.J. House of Rep 2pD
53582:001-53582:002.

-9004230145 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant.

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep 10pp
53582:003-53582:012.

-9004230152 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant.

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep 1p
53582:013-53582:013.

-9004230154 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant.

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep. 2pp
53582:014-53582:015.

-9004230159 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant.

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep. 2pp.
53582:016-53582:017.

-9004230165 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant.

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep 1p
53582:018-53582:018.

-9004230169 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant.

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep. 7pp,
53582:019-53582:025.

-9004230171 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant.

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep. 1p.
53582:026-53582:026.

-9004230173 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant.

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep 2pp
53582:027-53582:028.

-9004230177 Responds to J McCrery 900206 & 08 Itrs re proposed gas centrifuge U
enrichment plant

CARR.K.M. Commissioners. CCS. 90/02/08. MCCRERY.J. House of Rep 1p
53582:029-53582:030.

-9004230189 Responds to JB Johnston 900212 Itr re impact of Senate amend to H.R.
2783 on licensing & regulation of U enrichment facilities.

CURTISS.J.R. Commissioners. CCS. 90/02/12. JOHNSTON.J.B. Senate, Energy &
Natural Resources. 9pp. 53582:031-53582:039.

-9004230191 Reponds to JB Johnston 900212 Itr re impact of Senate amend to H.R.
2783 on licensing & regulation of U enrichment facilities.

CURTISS.J.R. Commissioners. CCS. 90/02/12. JOHNSTON.J.B. Senate, Energy &
Natural Resources. 4pp. 53582:040-53582:043.

-9004230197 Responds to JB Johnston 900212 Itr re impact of Senate amend to H.R.
2783 on licensing & regulation of U enrichment facilities.

CURTISS.J.R. Commissioners. CCS. 90/02/12. JOHNSTON.J.B. Senate, Energy &
Natural Resources. 1p. 53582:044-53582:044.

-9004230202 Responds to JB Johnston 900212 Itr re impact of Senate amend to H.R.
2783 on licensing & regulation of U enrichment facilities.

CURTISS.J.R. Commissioners. CCS. 90/02/12. JOHNSTON.J.B. Senate, Energy &
Natural Resources. 1p. 53582:045-53582:045.

-9004230208 Responds to JB Johnston 900212 Itr re impact of Senate amend to H.R.
2783 on licensing & regulation of U enrichment facilities.

CURTISS.J.R. Commissioners. CCS. 90/02/12. JOHNSTON.J.B. Senate, Energy &
Natural Resources. 4pp. 53582:046-53582:049.

-9004230211 Responds to JB Johnston 900212 Itr re impact of Senate amend to H.R.
2783 on licensing & regulation of U enrichment facilities.

CURTISS.J.R. Commissioners. CCS. 90/02/12. JOHNSTON.J.B, Senate, Energy &
Natural Resources. 1p. 53582:050-53582:050.

-9004230216 Responds to JB Johnston 900212 Itr re impact of Senate amend to H.R.
2783 on licensing & regulation of U enrichment facilities.

CURTISS.J.R. Commissioners. CCS. 90/02/12. JOHNSTON.J.B. Senate, Energy &
Natural Resources. 1p. 53582:051-53582:055.

9004250182 Weekly info rept for wk ending 900413.

BLAHA.J.L. Assistant for Operations (Post 890205). 90/04/19. 41pp. 53598:295-
53598:335.ICHELSON.C. ACRS - Advisory Committee on Reactor Safeguards. 90/04/26.
